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DEPT FOR A/SY/T/SP AND A/SY/PTS; FOR RSS FRANKFURT 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SPECIAL EQUIPMENT PARTS 

1 . RECENT TESTING AND INSPECTION OF 870P'S ON HAND REVEALED 
THAT CERTAIN UNITS WERE INOPERABLE DUE TO DEFECTIVE OR MISSING 
PARTS. 

2. REQUEST THAT FOUR (4) MAGAZINE PLUGS AND FOUR (4) 

MAGAZINE SPRINGS FOR THE 870P BE POUCHED TO ATHENS ASAP. 

3. FOR PTS: PLEASE POUCH SIX (6) FIREARMS TRAINING MANUALS. 
KUBISCH 
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